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File 


btatintl Former Directors* Utilization 


Deputy Director for dd/a 7 c-o633 

Administration 

Room 71526, S454 jq February 1976 



Director of Central 
Intelligence 

Room 70*5607 Sir; 


STATINTL 


Distribution: 

Orig - DCIw/Orig of Att 
1 jr BR w/cy Att 
Jr* DD/A Subject w/att 
'*1 - DD/A Chrono w/o Att 
1 9 JFB Chrono w/o att 
BD/A: JFBlakeider (10 Feb 1976) 


You inquired one time as 
to the history of utilisation 
of the I 1 by past 

Directors . 

Current records of a 
passenger aanifest-type go 
back to March 1967, A review 
of DC I utilisation since then 
Is attached. As you look at 
the material, recall that Mr, 
Helms left Office in February 
1973 am! Dr. Schlesinger 
departed in July 1973. 


f — —* 

John F. Blake 
Deputy Director 
for 

Administration 
Att; As Stated 
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